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9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106180104 Forwards insp repts 50-275/91-10 & 50-323/91-10 on 910317- 0427.No
violations noted,however.installation of check valves in RHR sys & motor for AFW sys
deserve mgt attention.

RICHARDS.S.A. Region 5 (Post 820201). 91/05/31. SHIFFER.J.D. Pacific Gas &
Electric Co. 3pp. 58120:262-58120:281.

-9106180117 Insp repts 50-275/91-10 & 50-323/91-10 on 910317-0427.No violations
or      deviations      noted.Weaknesses      identified.Major      areas      inspected:plant
operations.maint & surveillance activities.followup of onsite events.open  items  &
LERs.
MORRILL.P.J. Region 5 (Post 820201). 91/05/31. 17pp. 58120:265-58120:281.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106250106 Forwards monthly operating reports for Diablo Canyon,units 1 & 2 for May
1991 & Rev 3 to STP M-90, "Surveillance of Diablo Canyon Breakwaters."
TOWNSEND.J.D. Pacific Gas & Electric Co. 91/06/15. Document Control Branch
(Document Control Desk). 2pp. 58211:004-58211:035.

-9106250143 Monthly operating repts for May 1991 for Diablo Canyon.units 1 & 2.
JOYCE.T.C. Pacific Gas & Electric Co. 91 /05/31. 10pp. 58211:006-58211:035.

S. Reportable occurrences, LERs & related correspondence

9106240321 LER 91-009-00:on 910517,reactor trip occurred due to leaking steam dump
valves.Caused by personnel error.AII I&C work temporarily stopped until personnel tail-
boarded & switch & fuse covers installed.W/910617 Itr.

HUG.M.T.. SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/17. 8pp. 58226:090-
58226:097.

9106240341 LER 91-010-00:on 910410,lack of procedural control to maintain seismic
qualification  of  refueling  water  storage   tank   occurred.Caused  by  programmatic
failure.lncorporating results into appropriate operating procedures.W/910617 Itr.
HUG.M.T.,  SHIFFER.J.D.  Pacific  Gas &  Electric Co.   91/06/17.  7pp.   58226:112-
58226:118.

V. Operator Examinations

9106030306 Notification of contract execution.task order 85: "Diablo Canyon Nuclear
Plant Requalification Exams," to "Technical Assistance to Support Licensing Activi-
ties." Contractor: Sonalysts.lnc.

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89-
031. 91/05/01. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 57894:267-
57894:269.

-9106030317 Ltr contract NRC-03-89-031,awarding task order 85. "Diablo Canyon Nu-
clear Plant Requalification Exams," to "Technical Assistance to Support Licensing Ac-
tivities."

EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-03-89-031.
91/04/24. PETERSON.LR. Sonalysts, Inc. 2pp. 57894:268-57894:269.

9106050351 Notification of contract execution.mpd 1 to task order 86, "Diablo Canyon
Nuclear Power Plant Reactor Operator Licensing Initial Exam," in "Technical Assist-
ance to Support Licensing Activities." ContractorSonalysts.lnc.
HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89-
031. 91/05/24. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 57905:033-
57905:035,

-9106050358 Ltr contract NRC-03-89-031,mod 1,task order 86,'mcreasing negotiated fi-
nancial ceiling to "Diablo Canyon Nuclear Power Plant Reactor Operator Licensing Ini-
tial Exam."

EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-03-89-031.
91/05/21. PETERSEN.LR. Sonalysts, Inc. 2pp. 57905:034-57905:035.
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F. Security, medical, emergency & fire protection plans

9106060040 Advises that portions of Rev 7 & 8 to security personnel training & qualifi-
cation plan.submitted via 890628 & 900412 Itrs.respectively.inconsistent w/provisions
of 10CFR50.54(p).Previously approved plan should be followed.
JOYNERJ.H. Region 1 (Post 820201). 91/05/28. SMITH.D.M. Philadelphia Electric
Co. 2pp. 58002:323-58002:324.

9106060046 Advises that Rev 5 to safeguards contingency plan.submitted via 900412
Inconsistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into plan.
JOYNERJ.H. Region 1 (Post 820201). 91/05/28. SMITH.D.M. Philadelphia Electric
Co. 2pp. 58002:314-58002:315.

9106210321 Forwards public version of revised EPIPs.including Rev 7 to ERP-101,
"Classification of Emergencies" & Rev 4 to ERP-310, "Dose Assessment Group." W/
910618 release memo.

BECK.GJ. Philadelphia Electric Co. 91/05/28. Document Control Branch (Document
Control Desk). 3pp. 58186:015-58186:061.

-9106210322 Public version of revised EPIPs.including Rev 7 to ERP-101, "Classifica-
tion of Emergencies" & Rev 4 to ERP-310, "Dose Assessment Group."
" Philadelphia Electric Co. 91/05/28. 45pp. 58186:018-58186:061.

9106070162 Forwards 1991 annual emergency exercise objectives for Peach Bottom
Atomic Power Station,Units 2 & 3.

BECK.GJ. Philadelphia Electric Co. 91/05/31. Document Control Branch (Document
Control Desk). 2pp. 58039:183-58039:184.

9106100227 Revised EPIPs.including Rev 3 to ERP-220,Rev 5 to ERP-230, Rev 6 to
ERP-510,Rev 4 to ERP-620 & Rev 3 to ERP-810. W/910531 Itr.
BECK.GJ. Philadelphia Electric Co. 91/05/31. 125pp. 58092:155-58092:253.

9106180121 Forwards safety insp repts 50-277/91-15 & 50-278/91-15 on 910418-
26.No violations noted.

JOYNERJ.H. Region 1 (Post 820201). 91/06/04. SMITH.D. Philadelphia Electric Co.
4pp. 58120:314-58120:330.

-9106180127 Safety insp repts 50-277/91-15 & 50-278/91-15 on 910418-26. No viola-
tions noted.Major areas inspected:emergency preparedness program including organi-
zation & mgt control, knowledge & performance of duties & independent reviews.
AMATO.C.G., LAZARUS,WJ. Region 1  (Post 820201). 91/06/03. 13pp. 58120:318-
58120:330.

9106270202 Forwards safety insp repts 50-277/91-18 & 50-278/91-18 on 910603-
OS.No violations noted.Excellent implementation of radiological environ monitoring pro-
gram observed.

JOYNERJ.H. Region 1  (Post 820201). 91/06/17. SMITH.D.M. Philadelphia Electric
Co. 2pp. 58224:130-58224:136.

-9106270213 Safety insp repts 50-277/91-18 & 50-278/91-18 on 910603-05 No viola-
tions noted.Major areas inspected:meteorological monitoring program & implementa-
tion of ODCM.

JANGJ.C.,   BORES.RJ,   Region   1    (Post   820201).   91/06/11.   5pp.   58224:132-
58224:136.

H. General correspondence

9106070309 Requests to be removed from mailing list for listed plants.

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af-
filiation Given. 1p. 58039:092-58039:092.

J. Insurance & indemnity information

9106060057 Forwards Endorsements 149-150 to NELIA Policy NF-140 & Endorsements
99-100 to MAELU Policy MF-67.

CULLEN.EJ. Philadelphia Electric Co. 91/05/29. Document Control Branch (Docu-
ment Control Desk). 9pp. 58002:327-58002:335.

P. Operating license stage documents & correspondence

9106060074 Forwards amends 159 & 161 to licenses DPR-44 & DPR-56 & safety
evaluation.Amend revises emergency diesel generator periodic insp interval from once
per yr to once per 18 months.

SUH.G.Y. Project Directorate I-2. 91/05/20. BECK.GJ. Philadelphia Electric Co. 3pp.
57931:152-57931:166.

-9106060078 Amends 159 & 161 to licenses DPR-44 & DPR-56,respectively, revising
TS re emergency diesel generator insp frequency.
BUTLER.W.R. Project Directorate I-2. 91/05/20. 10pp. 57931:155-57931:164.

-9106060083 Safety evaluation supporting amends 159 & 161 to licenses DPR-44 &
DPR-56,respectively.

*  Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/20. 2pp.
57931:165-57931:166.

9106070174 Requests for exemption from 10CFR55.53(e) re maintaining active status
of license for senior reactor operators limited to fuel handling & proposed frequency/
duration of LSRO requalification training.

BECK.GJ. Philadelphia Electric Co. 91/05/31. MURLEY.T.E. Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 4pp. 58015:225-58015:228.

9106210172 Submits results of evaluation of revised schedule commitment to install
hardened drywell vents.per Generic Ltr 89-16,contained in 900221 Itr.Proposed sched-
ule satisfactory.based on constraints of 24-month cycle.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 91/06/03. SMITH.D.M.
Philadelphia Electric Co. 5pp. 58202:254-58202:258.

9106100487 Provides addl response to 910312 meeting on emergency diesel genera-
tors.

HELWIG.D.R. Philadelphia Electric Co. 91/06/04. Document Control Branch (Docu-
ment Control Desk). 3pp. 58051:217-58051:219.

9106200025 Forwards summary of 910522 meeting 91-47 in King of Prussia, PA re
multi-site senior operator licenses limited to fuel handling.

BETTENHAUSEN.L Region  1   (Post 820201). 91/06/10. SMITH.D.M. Philadelphia
Electric Co. 15pp. 58161:107-58161:121.

9106260355 Forwards amends 160 & 162 to licenses DPR-44 & DPR-56, respectively &
safety evaluation.Amends revise Tech Specs re testing requirements for core & con-
tainment cooling sys when one sys becomes inoperable.

CLARK.RJ. Project Directorate I-2. 91/06/12. BECK.GJ. Philadelphia Electric Co.
3pp. 58217:134-58217:198.

-9106260360 Amends 160 & 162 to licenses DPR-44 & DPR-56,respectively, revising
core & containment cooling sys surveillance requirements for plant units 2/3.
BUTLER.W.R. Project Directorate I-2. 91/06/12. 58pp. 58217:137-58217:194.sp rept 50-275/91-
